THE ALTAR AT DURHAM

W. F. Mansell,
The towering cathedral of Durham is the glory of the city, and a feature of its choir is the
wonderful screen of stone here depicted.   This cathedral held the shrine of St. Cuthbert, whose
dust is said to rest beneath the high altar.    Begun in Norman times, the building exhibits
different types of architecture.    Above the screen is a beautiful " rose window."
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